4953 MODELS A AND C, 125 WATT POWER SUPPLY, 
TRANSFORMER MOUNTING ASSEMBLY AND BOARD 
MOUNTING PLATE LOCATIONS 






Transformer Mounting 
Assembly => 


Capacitor C2 = Terminal Block TB1 
Capaciter C1 A 





Front 
Relay Bg Back 
Transformer T1 ei 
Plug P4 


Transformer T2 


Plug P7 Plug PS 


Transformer T3 


Thermal Switch 
Si 


J2 


J3 


Back Front 


E8 


Sequence and 


EQ control card 


1 Gan 12 


Note. 
For user information, 
see the prolog. 
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300 Watt Power Supply - Front View 


Power plug J14 F2 fuse 10A 250 V 












+5 volt pot. 


Fi fuse 10 A 250 V 





+5 volt internal adjustment 
(factory set) 
Wlten. Do not adjust 
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2—5 ext thermal : 
3—6 fans a 







Not used 

Not used 

+5 VDC output 

+12 VDC internal 
+8.5 VDC output 
+12 VDC output 

+5 VDC internal 

-5 VDC output 

-12 VDC output 
Power/Thermal warning not 
Power on reset LED 11 Power-on-reset not 
Signal ground return 


Overcurent potentiometer 


Load failure LED 


On OOBRWHNH 


Thermal LED 


o> 
Oo Oo 


~— 
NO 


Sequence and control card 


+8.5 V,-5 V regulator card 


+12.0 volt regulator card 
(optional feature) 


